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Message Text 



UNCLASSIFIED 

PAGE 01 CANBER 04601 170725Z 
16 

ACTION HEW-08 

INFO OCT-01 EA-11 ADP-00 MED-03 PRS-01 PA-03 USIA-15 EB-11 

COME-00 RSR-01 RSC-01 L-03 /058 W 

110159 

R 170546Z AUG 73 
FM AMEMBASSY CANBERRA 
TO SECSTATE WASHDC 1523 

UNCLAS CANBERRA 4601 

FOR FOOD AND DRUG ADMINISTRATION 

E.O. 11652: N/A 
TAGS: TBIO, AS 

SUBJ: INQUIRY RE PERTUSSIN MEDICATED VAPORIZER SPRAY 

1. AUSTRALIAN DEPARTMENT OF HEALTH HAS RECEIVED DFA PRESS 
RELEASE DATED JULY 2, 1973 TO EFEECT THAT PERTUSSIN 
MEDICATED VAPORIZER SPRAY RECALLED FROM MARKET. 
SUBSEQUENT PRESS RELEASE JULY 9 ANNOUNCED SIMILAR ACTION 
"RELATED PRODUCTS". 

2. DOH NOT FAMILIAR WITH PRODUCT AND REQUESTS FURTHER 
SPECIFICS, IN PARTICULAR INFO AS TO METHOD OE PRODUCT 
APPLICATION, I.E., NASAL OR ROOM SPRAY. 

3. EMBASSY WOULD APPRECIATE CABLE REPLY. 

GREEN 



UNCLASSIFIED 
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